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HARYANA GOVT GAZ , DEC , 7, 1993 (AGHN . 16 , 1915 SAKA ) 


( PART 1 


No. 50 /61 / 13S( A ) .--- In exercise of the powers conferred by siaure (1) of spation 20 of the Code of 
Criminal Procedure , 1973_the Governor of Haryana bereby appoints Short Vincet Garg, IAS , A mistant 
Commimioner las im Fxccutive Magistrate in the Siwani Sub -Division of Hisar Distsiet 
date of his taking over charge of sueb duties in the District. 


from the 


No. 50 /61 /93- SO )( B ).- In exercise of the powers conferred by clause ( 1) of section 20 of the Code of 
Criminal Procedure, 1973, Shri Vircel Garg, IAS , Sub -Divisicnal Officer ( Civil ), Siwani an Executive 
Magistrate is placed incharge of the siwani Sub - Division of the Hisar District 
of his taking over charge of duties in the District . 


No. 50 /61 /93-S (I)( C ) .- In exercise of the powers conferred by section 27 of the Punjab Land Revenue 
Act, 1887 and Section 105 of the Punjab Tepancy Act, 1887, the Governor of Haryana hereby confers on Shri : 
Vineet Garg, JAS, Sub- Divisional Officer (Civil), Siwani the powers of Collectors of the 1st and 2nd 
Grades , under the aforesaid Act, such powers shall be exercised by the said Shri Vineet Garg, IAS, within the 
limits of the Siwani Sub -Division of the Hisar District. 


No. 50 /61/93 - S ( 

ID) .- Under the provision of clause (c ) of section 3 of the Land Acquisition Act, 
1894, the Governor of Haryana hereby appoints Shri Vineet Garg , IAS,Sub-Divisional Officer (Civil), Siwani 
to perform the functions of Collector under the said Act within the limits of the Siwani Sud -Division 
of the Hisar District . 


No. 50/61/93- S (I) E ) .- In exercise of the powers conferred by clause 2 of section 3 of the Punjab Resti. 
tution of Mortgaged Lands Act, 1938 (Punjab Act IV of 1938), the Governor of Haryana hereby appointa Shri 
Vineot Garg, JĀS, Sub-Divisional Officer (Civil), Siwani with the powers of a 

a Collector for the 
purpose of the aforesaid Act, such powers are to be exercised within the limits of Siwani Sub -Division 
of the Hisar District, 


No. 50 /61 /93- S ( )( F ).- In exercise of the powers conferred by clause (b ) of section 2 of the Punjab 
Occupancy Tenants (Vesting of Proprietary Rights ) Act, 1952 the Governor of Haryana hereby appoints Shri 
Vineet Garg, IAS , Sub-Divisional Officer (Civil), Siwani to perform the duties of 

to perform the duties of a Collector under 
the spid Act within the limits of the Siwani Sub -Division of Hisar District, 


No. 50/61/93- S (1)(G ) .- In exercise of the powers conferred by section 3 of the Colonization of 
Government Lands Act, 1912 (Punjab Act V of 1912 ), Shri Vineet Garg, IAS, Sub-Divisional Officer (Civil ). 
Siwani is appointed as a Collector to perform all the functions and cxercise all the povers under section 17, 
2013 ), 24 , 25 , 26 , 32, 33 and 34 of the said Aet vithin the limits of the Siwani Sub -Division of Hisar 
District over thc lands to which the said act applies in respect of all Stato ovred lands in the Sub- Diviziot 
under the management of the Public Works Deputacat, Haryana . 


No. 50 /61/93 - S (T)/(H ).-- In exercise of the pota conferred by nb-clause ) . dauke of action 2 
of the Indian Stamp Act, 1899 ( Act No. II of 1890 , the Governor of Haryhoa hreby appointe Shri 
Vineet Garg, IAS, Sub -Divisional Officer (Chn ), Siwani to perform the deties of Contor under the 
sajd . Act within the limits of the Siwani Sub -Division of the Hisar District 


Dated Chandigarh , 
The 10th Noveaber, 1993 . 


MAN NVIAR GUPTA , 


Jeft doorstury, Petical and Larvin 


LATB NOTIFICATION 


